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TAGS: ESTC, COCOM, GW. PL 

SUBJECT: GERMAN TEST RECEIVER TO POLAND - IL 1529 
REF: COCOM DOC. (75) 130 

1. URGENCY PROCEDURE: ONE TYPE USU 3 TEST RECEIVER, 

TOTAL VALUE $7,778, TO THE POLISH FOREIGN TRADE AGENCY 
METRONEX, WARSAW FOR 7JF.DN OCZEN.TF, STACJI RADIOWYCH I 
TELEWJZIJNY CH (ORGANIZATION OF THE RADIO AND TV 
STATIONS), WARSAW, UL. DZIELNA 52, FOR USE IN THE 
MONITORING OF TELEVISION TRANSMITTERS WITH REGARD TO 
UNWANTED AND INTOLERABLE SUBSIDIARY AND HARMONIC WAVES. 
THE USE OF A TEST RECEIVER DESIGNED FOR USE AT 
FREQUENCIES UP TO 13 GHZ IS REQUIRED AS THE UPPER 
FREQUENCY LIMIT OF THE TELEVISION RANGE IV-V 

IS 960 MHZ AND THE HARMONIC WAVES EXTEND FAR INTO THE 
GHZ RANGE. 

2. REFDOC REFERS TO A SIMILAR REQUEST TABLED IN COCOM 
DOC. (74) 2500 AND APPROVED BY THE COMMITTEE. TECHNICAL 
BROCHURES DESCRIBING THE TEST RECEIVER WERE FORWARDED 
WITH THAT DOCUMENT. 

3. CASE WILL BE ON JANUARY 28 AGENDA. URGENCY PRO- 
CEDURE INVOKED SINCE THE LETTER OF CREDIT FOR THIS 
CONFIDENTIAL 
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TRANSACTION WILL EXPIRE AT THE END OF THIS MONTH. 
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